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Message Text 

CONFIDENTIAL 

PAGE 01 ERANKE 03316 221958Z 
ACTION SY-05 

INEO OCT-OI EUR-I2 ISO-00 /018W 

022462 24065 IZ/I4 

R2I1459Z APR78 
PM AMCONSUL PRANKPURT 
TO AMCONSUL ZAGREB 
INEO SECSTATE WASHDC 1699 
AMEMBASSY BELGRADE 

CONPIDENTIAL PRANKFURT 3316 

ZAGREB FOR PSO, BELGRADE FOR RSO, DEPT POR SY/OPS/T 

E.O. 1 1652: GDS 
TAGS: ASEC 

SUBJ: ACR-AIR CONDITIONER 

REF: (A) FRANKFURT 2078 (B) BELGRADE 21 19 

1. RTC RECENTLY RECEIVED A MALFUNCTIONING FEDDERS MODEL CACO 
24 A7 ACR AIR CONDITIONER WHICH IS IDENTICAL TO ONE IN ZAGREB. 

THIS UNIT HAS BEEN REPAIRED AND RETURNED TO GOOD OPERATION IN 
RTC SHOP. 

2. IN VIEW OP UNKNOWN MANUPACTURER DELIVERY TIMES POR REPAIR 
PARTS POR ZAGREB UNIT, RTC RECOMMENDS UNIT IN PRANKPURT BE SHIPPED 
TO ZAGREB POR INSTALLTION BY BELGRADE RESIDENT SEABEE. IP AGREE- 
ABLE TO ALCON RTC REQUESTS ZAGREB BROKEN UNIT BE RETURNED TO 
PRANKPURT POR REPAIR UPON RECEIPT OP PARTS PROM U.S. 

3. PLEASE ADVISE. LEHMANN 

NOTE BY OC/T: TELEGRAM DELAYED IN TRANSMISSION. 

CONPIDENTIAL 
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